Stunti 


| bo;3 7(9 • | 

Approved For Release 2003/05/05 : CIA-RDP84-00780R003500J8g0^5 E p"'pri G I. S T R 

t ii* 

17 JUN 1970 


MEMORANDUM FOR: Chief, Plans Staff, Deputy Director for Support 


SUBJECT 


Increased Contract Ceiling 


1. This is intended to confirm our discussion of 11 June 1970. 

2. We currently have six individuals employed by contract assigned to this 
Office — one Career Agent and five contract employees. These latter five are: 
one electrical engineer, one electrician, one maintenance superintendent, and 
two safehouse employees. The electrical engineer, the electrician and the 
maintenance superintendent are assigned to the recently established Headquarters 
Engineering Branch, whose prime mission is to insure continuing and efficient 
operation of all Headquarters utilities systems necessary to allow uninterrupted 
functioning of the Agency's Headquarters establishment. 

3. Currently we have a contract ceiling of five, and need an immediate in- 
crease of one in our contract ceiling to adequately accommodate all of these 
individuals . 


4. Looking to Fiscal Year 1971, we will need an additional increase of at 
least twenty-one in contract ceiling. Eight "slots" will be used for the conver- 
sion of staff employees to C areer Agents (tw o in the Procurement Division 
Special Project, three at the 


and three at the 


Twelve "slots" will be used for contract employees (eight in the .Pneumatic lube 
function and four for the typewriter repair function). The remaining "slot" will 
provide us with one vacancy for use in Fiscal Year 1971. This vacancy would 
be used as a holding device for returnees from the field pending reassignment 
or for the assignment of a new contract employee while in a training status pend 
ing assignment to the field. 
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5. In summary, we need an increase in contract ceiling of twenty-two- - 
twenty-one known requirements and one v acancy. 
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